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Double -Throw Microwave Device Switches Two Lines Quickly 
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The problem: Switching from one to another of 
two microwave input lines so there is only a small 
period of time when both (or neither) of the two lines 
is connected to an output line. 

The solution: Combining a single-throw micro- 
wave switch with a microwave circulator in a circuit. 
This arrangement permits the selection of the desired 
input line to be made by electrical means. 

How it's done: One of the two input lines is con- 
nected to a single-throw, single-pole switch, such as 
a diode that can be switched on or off by a biasing 
current. When the switch is closed, microwaves from 
the first input line go through the switch, into 
the second port of the three-port microwave circu- 
lator, around the circulator, and out the third port to 
the output line. 

Signals can be switched to the second microwave 
input line by simply opening the switch. This blocks 
the signals from the first input line. Microwaves from 
the second line enter the first port of the circulator, 
leave the circulator through the second port, and are 
reflected by the open switch. These signals next re- 


enter the second port and finally go out through the 
third port to the output line. 

An impedance, such as an antenna of the proper 
value, is connected to the first input line before it goes 
to the switch. Thus, if the switch is closed, signals 
from the first input line enter the first port of the cir- 
culator, exit through the second port, cross the switch, 
and are absorbed by the termination. 

Transition time for switching from one line to 
another is small, since the diode switch can be opened 
or closed very rapidly. Partial opening time values 
are short. 

Note: 

This circuit and equipment is suggested in applica- 
tions where fast-acting microwave switching is desired 
or where electrical, rather than mechanical, switching 
is of value. 

Patent status: NASA encourages commercial use 
of this innovation. No patent action is contemplated. 

Source: Charles T. Stelzried and Robert Clauss 
Jet Propulsion Laboratory (J PL-4 10) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States Govern- 
ment, nor NASA, nor any person acting on behalf of NASA: A. Makes 
any warranty or representation, express or implied, with respect to the 
accuracy, completeness, or usefulness of the information contained in 


this document, or that the use of any information, apparatus, method, 
or process disclosed in this document may not infringe privately-owned 
rights; or B. Assumes any liabilities with respect to the use of, or for 
damages resulting from the use of, any information, apparatus, method, 
or process disclosed in this document. 













































































































